Message 


From: Ruthie Allis [railis@microbio.umass.edu] 

Sent: 9/2/2010 6:25:38 PM 

To: sonja.farek@state.mass.us; Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Salem, Sharon (DPH) 

[Sharon.Sa!em@state.ma.us] 

Subject: Construction Advisory: Work in Stockbridge Rd. Beginning 9/7 


Work in Stockbridge Rd. Beginning Sept 7 

Beginning Tuesday, September 7, contractors will be working for approximately ten days in Stockbridge Road, 
east of Morrill I, to install new chilled, domestic and fire water services to Morrill. Vehicle traffic will be 
routed around the Stockbridge Road work area. 

In addition, the small parking lot in the Morrill I court yard will be closed for four to six months beginning 
Friday, October 1, to accommodate construction activities. 

Please direct any questions or comments to the Facilities Planning project manager, Burt Ewart, at 577-0128 or 
bewart@facil .umass.edu . 


Jim Flunt 

Communications Manager 
Facilities Planning 
University of Massachusetts 
360 Campus Center Way 
Amherst, MA 01003 
j hunt@facil .umass.edu 
(413) 577-4767 
Cell:^^^^^^ 
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T: 413-545-2051 
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